Site Name 


Feature Location 


6 D's 


Reasons 


Existing species 


Planting notes 


Replant species 


CHELSEA ROAD 


adj/side of 111 
UNION RD 


Damaging 


Damage to Surface 


Ulmus procera 


Plant in verge o/s 12 
(relocated away from 
junction to empty 
grass verge) 


Quercus robur 


CHELSEA ROAD 


o/s 2 


Damaging 


Damage to Surface 


Platanus x hispanica 


Plant in new 800mm 
pit o/s 2 (same as 
felled tree) 


Platanus X hispanica 








